WEBER BASIN JOB CORPS CIVILIAN CONSERVATION CENTER - Continued

Functional Utilization
September 30, 1981

Function and building

Existing
buildings
(sq. ft.)

Under construction

or authorized
for construction

or removal
and also estimated
completion date
(sq. ft.)

Proposed

pending

clearance

also proposed

starting date

(sq. ft.)

Work-Vocational Area

Carpentry Building                                                6,560

Carpentry (Union)                                                 (4,560)

Cement Masonry (Union)                                      (2,000)

Vocational Headquarters (temporary)

(in old Dispensary)                                          1,370

Heavy Equipment Shop (Union)        3,000
Heavy Equipment Shop Addition

(Present Painters Area)

Paint Shop (Union)                                                1,800

Brickmasonry Shop (Union)                                 1,800

Welding Building                                                    2,700

Maintenance Shop                                                    1,500

New Vocational Headquarters

(including Welding, Maintenance,
and Custodial)

Maintenance, Storage, and Custodial     180
Trades Building (Union Carpenters,
Painters, Bricklayers, Cement
Masons)
Gas-Oil-Paint Storage

Oil and Paint Storage Building       1,440
Storage-Warehouse Area
Supply Building4,608

Warehouse (former Carpenters/Cement

Masons)
Warehouse (former Bricklayers)

Open Front Storage

Lumber Shed - (warehousing)         2,400
Welders Shed                                                                 600

Work Materials and Equipment Storage    960
Brickmasonry Equipment Shed                                 875

Fire Station                                                                     480

-6,560 (June '84)

1,800 (Aug. '84)
-1,800 (June '84)
-1,800 (June '84)

10,500 ('84)

12,800 (June '84)

-4,608 (I-'82,

-1,370 (Future)

-2,700 (Future)
-1,500 (Future)

-180 (Future)

6,560 (Futur
2,675 (Futur

-600 (Futun

-875 (June '84)

83.   '82)
